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Abstract 


Background and Purpose: Non-slip socks are frequently used in health care settings in an attempt to reduce falls. 
Increased velocity of postural sway has been shown to relate to increased risk of falling. The influence of footwear on 
velocity of postural sway has yet to be determined. The purpose of this study was to compare the velocity of postural 
sway of community-dwelling older adults during a simulated fall while barefoot, wearing athletic type shoes, or wearing 
non-slip socks. 

Methods: Postural sway was measured during a simulated fall on 27 ambulatory adults with an average age of 58.07 
years using computerized posturography. Subjects underwent three simulated falls in each footwear condition (barefoot, 
shoes, non-slip socks). Thirteen of the 27 subjects completed a post-study survey to subjectively rank the stability of each 
footwear condition. Hierarchical linear modeling statistics determined the difference in velocity of sway wearing 
different types of randomly applied footwear with Ps.05. 

Results and Discussion: In static standing, the mean velocity of postural sway for barefoot and non-slip socks was 0.26 
m/s, athletic shoes was 0.31 m/s; barefoot and non-slip socks demonstrated lower velocity of sway at p-value of P<0.05 
when compared to athletic shoes. In dynamic standing during the simulated fall, the mean velocity of postural sway for 
barefoot was 2.57m/s, athletic shoes was 2.66m/s and non-slip socks was 2.38m/s. Non-slip socks demonstrated lowest 
velocity of sway at p-value of P<0.001 when compared to athletic shoes. Post-study survey analysis revealed a p-value of 
1.000. The p-value of 1.000 for the post study surveys concludes that the subjective rank of the most stable footwear 
condition did not match objective data. This indicates subjects were unable to subjectively determine which footwear 
most reduced postural sway. 

Conclusions: Non-slip socks may be effective at reducing the velocity of postural sway in community-dwelling older 


adults and may be effective at reducing fall risk 
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Introduction 


There is limited information on the effectiveness of 
non-slip socks with regards to their ability to reduce falls. 
It has been determined that footwear characteristics 
impact balance, but how this is directly related to the rate 
and risk of falls is unclear [1]. Falls are a devastating 
health concern in the older adult population. One in 3 
community living older adults over the age of 65 who 
have had at least one fall in a year and 20-30% of people 
who fall suffer moderate to severe injuries [2]. Injuries 
that arise from a fall are responsible for increased 
mortality and morbidity in this population. Velocity of 
sway involves movement of a person’s center of gravity 
and is a major factor that contributes to falls leading to 
increased morbidity and mortality rates. The velocity of 
sway is defined as the speed at which postural 
movements are made by an individual in order to 
maintain a balanced position. It can be measured by the 
speed of the displacement over the center of mass relative 
to the base of support over time. Velocity of sway directly 
impacts balance; therefore, it can be assumed that 
velocity of sway will affect fall risk due to the fact that 
decreased balance is correlated with an increased risk of 
falls [3,4]. Studies have shown that increased postural 
sway leads to a higher fall risk; therefore, further 
demonstrating the assumption that velocity of sway will 
affect the balance and fall risk [5]. While there is ample 
information to define falls, and contributing factors to 
higher fall risk, there is little research that shows the 
impact that footwear has on balance. Retrospective 
studies have looked at the type of footwear worn during a 
fall; results showed that wearing standard socks and 
being barefoot increases risk of falls where athletic shoes 
decreases risk of falls [6]. This was additionally supported 
by a study that showed an altered gait pattern while 
ambulating in socks [7]. The purpose of non-slip socks, 
commonly used in many medical settings, are to decrease 
the risk of falls. 


However, there is insufficient evidence as_ to 
demonstrate that non-slip socks are actually effective in 
preventing falls. 


Problem Statement 

There is a lack of evidence to support whether or not 
non-slip socks prevent falls; however, the protocol of 
many medical settings is to provide all patients, including 
those who are considered a high fall risk, non-slip socks, 
despite the lack of evidence to support this decision. 
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Purpose 


The purpose of this study is to determine the velocity 
of postural sway that the older adult experiences during a 
simulated fall while wearing footwear designed to reduce 
falls (non-slip socks) versus while being barefoot or 
wearing athletic shoes. 


Significance of Problem 


Falls are a devastating health concern in the older 
adult population. By determining the velocity of postural 
sway that occurs while wearing different footwear during 
a simulated fall, it may be possible to determine the safest 
footwear option for patients to wear in health care 
settings to decrease falls. 


Review of Literature 


Existing literature confirms that falls are correlated to 
negative outcomes such as injury, mortality, and 
psychological damage [8-10]. The use of non-slip socks 
for the prevention of falls in healthcare facilities has 
become protocol, despite the lack of evidence to support 
the use of this footwear. A literature review revealed four 
studies that investigated the correlation between 
footwear and risk of falls [1,6,11,12]. Only two of those 
studies looked specifically at the use of non-slip socks to 
prevent falls [11,12]. Chari concluded that an individual 
has more slip-resistance while being barefoot on an 
inclined ramp compared to while wearing non-slip socks. 
This was determined by a sensor that detected the angle 
at which slippage occurs [11]. In contrast, Hubscher found 
that wearing non-slip socks was comparable to being 
barefoot and was better than conventional socks when 
looking at heel deceleration time using a 1-directional 
accelerometer to detect slip distance [12]. 


A double-blind study by Fernie looked at the 
relationship between postural sway and incidence of falls 
in an institutionalized geriatric population. The results 
showed that incidence of falls was significantly higher for 
individuals who had reported one or more falls during the 
previous year compared to those without a reported fall 
[5]. A study by Baczkowicz investigated postural sway as 
measured by dynamic computerized posturography using 
the NeuroCom® Balance Master platform and found it 
was effective in predicting fall risk when compared to the 
Berg Balance test in combination with a patient’s self- 
reported history of falls [13]. The Berg Balance test is a 
14-point objective measure designed to assess static 
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balance and fall risk in adult populations with known 
measures of validity and reliability [14]. The Baczkowicz 
study found that postural sway had significant relation to 
the Berg and significant relation to the number of self- 
reported falls [13]. 


The NeuroCom® Balance Master Platform provides 
dynamic computerized posturography and can measure 
the velocity of postural sway. The following studies 
provide information regarding the measures of reliability 
and validity in postural sway and with dynamic 
posturography. 


A systematic review concluded that the test-retest 
reliability for mean velocity when measuring the center of 
pressure using a bipedal static center of pressure 
measurement tool varied ranging from .32-.94. Averaging 
results from 3-5 trials increased the _ reliability. 
Researchers concluded that center of pressure 
measurements can be considered a reliable tool to assess 
postural stability [15]. 


1. Force plates demonstrated reproducible measures 
within .5 degrees, with 24-hour test-retest reliability at 
(.52-.96) [16]. 

2. A research study used the NeuroCom® Smart Balance 
Master computerized posturography to investigate the 
relationship between postural control and ability to 
complete functional tasks. They concluded that 
postural control has a significant correlation with a 
person’s ability to cross streets, climb stairs, and exit a 
car [16]. 

3. Another study found that reactive voluntary postural 
sway is a strong determinant of fall risk for healthy 
community dwelling older adults in a study that used 
center of pressure measurements to assess postural 
sway [17]. 


The devastating effects of falls on the older adult 
population makes fall prevention a necessary endeavor. 
Non-slip socks have been assumed to prevent falls in 
healthcare facilities without adequate evidence to support 
their use. Postural sway has been reported to significantly 
increase with increased incidence of falls. The literature 
indicates that use of the NeuroCom® Balance Master 
Platform dynamic computerized posturography is 
effective in detecting postural sway and risk of falls. 
Therefore, the NeuroCom® was used in this study to 
determine the differences in postural sway during a 
simulated fall in healthy older adults while wearing non- 
slip socks, athletic shoes, and while barefoot. 
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Methods 


This study was designed to mitigate risk while finding 
an efficient and effective way to measure velocity of 
postural sway during a simulated fall while barefoot, 
while wearing non-slip socks and while wearing athletic 
shoes. Subjects were recruited using a sample of 
convenience through local connections and flyers. The 
subjects agreed to the mild risks of being harnessed while 
standing on the NeuroCom® platform during a simulated a 
fall. Risk was minimized by asking the subjects to wear 
comfortable pants for testing and by securing the harness 
in the appropriate manner. 


Each subject served as their own control in this study 
allowing for a repeated measures design for data analysis. 
The advantage of this design is that individual differences 
between participants were removed as a_ potential 
confounding variable. Also, the repeated measures design 
required fewer participants, since data for all conditions 
was derived from the same group of participants. 


Study Site and Subjects 


All research data collection took place at Grand Valley 
State University. The NeuroCom® is a stationary machine 
and required testing in the Biomechanics and Motor 
Performance Laboratory at Grand Valley State University. 


Inclusion criteria for this study included adults age 50 
and older who were able to walk independently in the 
community without assistive devices. All participants 
were asked to wear closed athletic type shoes of their 
choice. 


Subjects were excluded if they were unable to pass a 
cognitive screen. This was determined by the St. Louis 
University Mental Status (SLUMS) exam with a minimum 
score of 25/30. The SLUMS is a 30-point, 11 question 
screening questionnaire that tests orientation, memory, 
attention, and executive function and has known 
measures of validity and reliability [18]. Also excluded 
were any subjects with neurologic diagnoses including 
cerebral vascular accident, Multiple Sclerosis, and 
Parkinson disease, severe arthritis or musculoskeletal 
injury within the past year including fracture, ligament 
tears, and severe muscle sprains. Other exclusions 
included uncontrolled hypertension or active 
uncontrolled cardiac disease in the past year and/or 
blood pressure reading above 140/90 mmHg or below 
90/60 mmHg at time of testing, known sensory deficits, 
weight exceeding 450 lbs., blindness and inability to 
understand or speak English. Non-English speakers were 
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exempt from this study because it was designed to be 
representative of the recruiting area and demographic; 
there are limited non-English speakers in the area where 
the study was conducted. The study protocol was 
reviewed and accepted by the Human Research Review 
Committee at Grand Valley State University. 


Population 


The target population included healthy older adults 
age 50 and above who meet the study criteria. The 
participation pool was a sample of convenience (See 
Table 1 for participant demographics). Subjects were 
recruited via flyers and word of mouth from Grand Valley 
State University. A power analysis was performed 
indicating the need for 12-28 subjects to achieve 
statistically significant results with the alpha level at 
Ps.05. The literature review determined that frail, older 
adults are at the highest risk for falls and have the most 
negative outcomes following a fall. Given that information, 
the ideal population would be frail, older adults; however, 
given the significant barriers to studying this population, 
this study focused on healthy, older adults to get an initial 
baseline for velocity of postural sway while wearing non- 
slip socks, athletic shoes, and while barefoot. 


Min Max Mean SD 
Age (years) 50 89 58.07 8.76 
Height (cm) 52.4 | 195.58 172.07 | 12.4 


Table 1: Participant Demographics. 


Equipment and Instruments 


1. Blood pressure cuff: Standard procedure was used to 
take blood pressure of each subject using a manual 
blood pressure cuff. This information was used to 
determine if blood pressure was within exclusion 
criteria and to exclude participants with high or low 
blood pressure. 

2. Stethoscope: Used in conjunction with blood pressure 
cuff to obtain blood pressure measurements. 

3. Tape measure: Flexible tape measure that measures 
lengths up to 7’ to collect heights of participants 
utilizing cm measurement scale. 

4.NeuroCcom® Balance Master Platform: This 
computerized posturography unit was used measure 
velocity of sway for participants during backward 
perturbations created by the force plate. 

5. SLUMS: Printed handout of test was utilized to 
determine if participants meet cognitive exclusion 
criteria. 

6. Health Intake Form: A written document was created 
by researchers to gather information needed to 
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determine if participants meet inclusion and exclusion 
criteria. Participants were given the form and asked to 
complete this form with assistance for interpretation of 
the form made available as needed. 

7. Excel-Data collected by NeuroCom® Balance Platform 
software system was uploaded to excel without patient 
identifiers. The formula ABS(FP.COGy(1)- 
FP.COGy(0))/0.01sec was used to create 9 data points 
indicating average velocity of sway of the Center of 
Gravity (COG) for each of the 3 trials under each of the 
3 conditions (ABS = absolute value, FP.COGy(1) = force 
plate center of gravity measure 1 - force plate center of 
gravity number 0). 

8. Due to the repeated measure data structure, SAS 9.4 
was used for analyzing the data. 

9. Athletic Shoes: Use of athletic shoes was necessary to 
complete the shoes condition during testing on the 
NeuroCom® Balance Master Platform. Subjects wore 
their own shoes and there was no attempt to provide 
any consistency in the type of athletic shoe worn by 
subjects. 

10. Non-Slip Socks: Non-slip socks were provided 
to subjects in two sizes (standard for up to adult size 
13, large for up to adult size 14) and utilized during the 
non-slip socks condition of testing on the NeuroCom® 
Balance Master Platform. The brand of socks was 
Posey® Fall Management Socks. A new pair of socks 
was given to each participant. Non-slip socks provided 
by the researchers ensured standardization during 
testing. 


Procedures 


All data collection was performed by the NeuroCom® 
software. The data was then transferred to Excel where 
the results were inputted into a formula to determine 
velocity of postural sway in degrees per second using a 
specific formula as explained in the data analysis section. 


Subjects were initially screened via a telephone script, 
then asked to schedule a time to undergo further 
screening at the data collection site. Researchers verified 
that each subject was able to walk independently without 
an assistive device. Subjects were required to sign a 
written informed consent form. Subjects then had their 
height measured and were asked to complete health 
history intake forms with self-reported weight. Blood 
pressure and heart rate were taken. They were then 
asked to complete the Saint Louis University Mental 
Status (SLUMS) exam. With this information, it was 
determined if the subject was appropriate to continue 
with the study. If so, the participant was then assisted into 
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the NeuroCom® harness and asked to stand on the force 
platform. The participant’s feet were placed and the 
harness adjusted following the procedural standards 
found in the NeuroCom® equipment manual. A pre- 
determined script was used during testing to maintain 
consistency of verbal cues. The subject experienced a 
simulated perturbation on the NeuroCom®. While the 
subject was standing on the force platform, the platform 
slowly moved backward. Then, once the testing began, the 
platform moved quickly forwards simulating a slip on a 
level surface. This was repeated 3 times in each type of 
footwear. The subject was securely in the harness during 
all of the testing and was additionally guarded by another 
person standing close-by who could quickly unharness 
the subject and/or help them re-balance if the subject 
needed assistance while in the harness. The participant 


was given standard 2-minute rest break after each 
footwear condition with the option to take rest breaks or 
stop at any time. All subjects were asked how they were 
feeling and if they wished to continue after each trial. 
After the Neurocom® trials, 13 of the 26 subjects were 
asked to complete a validated survey to rank how stable 
they felt under each condition; one being most stable to 
three being least stable. The order of the footwear listed 
on the survey was randomized for each participant to 
eliminate bias. Participant’s subjective ranking of stability 
during the three footwear conditions was then later 
compared to the objective information from the 
NeuroCom® to determine the level of agreement. The 
survey was not administered to all subjects because it was 
added after the 12‘ subject was tested. This time was 
needed to complete survey validation. 


r 


Barefoot 


Figure 1: Barefoot Pre-Testing. 


Trial Timer (sec) 


Results 


Data was analyzed by the Grand Valley State 
University Statistical Consulting Center. Velocity of 
Postural Sway data was processed in SAS Version 9.4 
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using a three-way ANOVA due to the complex repeated 
measures. This allows the for a separate analysis of three 
independent variables (barefoot, non-slip socks, and 
shoes) on one dependent variable (velocity of postural 
sway). To appropriately analyze the data a reference 
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condition (shoes, non-slip socks, or barefoot) was utilized 
to determine statistical difference. Data was separated 
into quiet standing, dynamic standing, as well as 
combined. The definition of quiet standing in this study 
was from the start of the trial prior to the movement of 
the platform (0 to 4.99 seconds). Dynamic standing began 
with the movement of the platform at five seconds to the 
end of the ten second trial. Information gathered from the 
post-study survey was processed using a Generalized 
McNemar’s Test. This allowed for the analysis of 
categorical variables with the same scale and determined 
the level of agreement between the two. The agreement 
looked at the objective rank based on the NeuroCom® 
data to the subjective rank obtained in the post-study 
survey. 


Data was collected from 26 participants ranging from 
51 to 89 of age with a mean of 58.07 years. There were 16 
females and 10 males included. For static standing with 
athletic shoes as the reference condition, both barefoot 


and non-slip socks were found to be statistically different 
(p < 0.05) with a lower average velocity of postural sway 
(Table 2). With non-slip socks as the reference condition, 
barefoot was not statistically different in terms of velocity 
of postural sway during static standing (Table 3). For 
dynamic standing (when the platform simulated the fall) 
with shoes as the reference, non-slip socks were found to 
be significantly different (p < 0.001) with a lower velocity 
of postural sway (Table 5). Barefoot was not found to be 
significantly different than shoes during dynamic standing 
(Table 6). For the combined data with shoes as the 
reference neither barefoot nor non-slip socks were 
determined to be significantly different in terms of 
velocity of sway during dynamic standing (Table 8). For 
combined data with non-slip socks as the reference 
neither barefoot or shoes were determined to be 
significantly different in terms of velocity of sway (Table 
9). Results from the Generalized McNemar’s test had a p- 
value of 1.000. Figure2,3,4 


Coefficient 
Condition |N )Minimum owe Median cEpet Maximum/MeanStd DEV Boer 2070 Upper) of 
Quartile Quartile CL for Mean|CL for Mean aoe 
Variation 
Barefoot |81| 0.08 0.18 0.23 0.3 0.67 | 0.26| 0.11 0.23 0.28 43.97 
Shoes 81| 0.07 0.22 0.27 0.36 0.92 | 0.31 | 0.15 0.28 0.34 48.13 
Socks 81| 0.08 0.18 0.22 0.33 0.75 | 0.26 0.13 0.23 0.29 48.42 
Table 2: Static Standing. 
N= total number of trials for all 27 participants (27 participants X 3 trials = 81) 
Condtion Estimate Std Error DF | t-value Pr>Itl Alpha Lower Upper 
Barefoot -0.05529 0.01769 160 -3.13 0.0021 0.05 -0.09032 -0.02046 
Socks -0.04876 0.01769 160 -2.76 0.0065 0.05 -0.08369 -0.01383 
Shoes 0 - - - - - - - 
Table 3: Static Standing with Shoes as Reference. 
Condition Estimate Std Error DF |_ t-value Pr>t Alpha Lower Upper 
Barefoot -0.00663 0.01455 160 -0.37 0.7082 0.05 -0.042 0.0283 
Shoes 0.04876 0.01769 160 2.76 0.0065 0.05 0.0138 0.0837 
Socks 0 - - - - - - - 
Table 4: Static Standing with Non-slip Socks as Reference. 
Coefficient 
Condition) N |Minimum bower Median UEper Maximum] Mean Std DEV Bower) 2/0 Upper 257 of 
Quartile Quartile CL for Mean |CL for Mean oe 
Variation 
Barefoot |81; 1.21 2.29 2.55 2.8 3.41 2.57 | 0.41 2.48 2.66 15.95 
Shoes (81| 0.85 2.22 2.62 3.03 4.51 2.66 | 0.67 2.51 2.81 25.2 
Socks |81} 1.05 2.02 2.3 2.67 4.34 2.38 | 0.51 2.26 2.5 22.29 


Table 5: Dynamic Standing. 


N= total number of trials for all 27 participants (27 participants X 3 trials = 81) 
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Condition Estimate Std Error DF |_ t-value Pr>Itl Alpha Lower Upper 

Barefoot -0.0906 0.07546 160 -1.2 0.2318 0.05 -0.2396 0.05845 

Socks -0.2776 0.07546 160 -3.68 0.0003 0.05 -0.4267 -0.1286 
Shoes 0 - - - - - - - 


Table 6: Dynamic Standing with Shoes as Reference. 


Condition Estimate Std Error DF | t-value Pr>Itl Alpha Lower Upper 
Barefoot 0.187 0.07546 160 2.48 0.0142 0.05 0.038 0.3361 
Shoes 0.2776 0.07546 160 3.68 0.0003 0.05 0.1268 0.4267 
Socks 0 - - - - - - - 
Table 7: Dynamic Standing with Non-slip Socks as Reference. 
Coefficient 
0 0 
Condition| N Minimum Eower Median Upper Maximum |MeanStd DEV EO Were e UBper 2806 of 
Quartile Quartile CL for Mean|CL for Mean ee 
Variation 
Barefoot |162| 0.08 0.23 0.94 2.55 3.41 141] 1.2 1.23 1.6 84.8 
Shoes |162| 0.07 0.27 0.89 2.62 4.51 1.49] 1.27 1.29 1.68 85.7 
Socks |162| 0.08 0.22 0.9 2.3 4.34 1.32] 1.13 1.15 1.5 85.47 
Table 8: Combined Data (static and dynamic standing). 
N= total number of trials for all 27 participants (27 participants X 6 trials = 162) 
Condition Estimate Std Error DF |_t-value Pr>Itl Alpha Lower Upper 
Barefoot -0.07299 0.09441 160 -0.55 0.5854 0.05 -0.337 0.1907 
Socks -0.1632 0.1335 160 -1.22 0.2234 0.05 -0.427 0.1005 
Shoes 0 - - - - - - - 


Table 9: Combined Data with Shoes as Reference. 


Condition Estimate Std Error DF |_t-value Pr>ItlI Alpha Lower Upper 
Barefoot 0.0902 0.1335 160 0.68 0.5003 0.05 -0.1735 0.3539 
Shoes 0.1632 0.1335 160 1.22 0.2234 0.05 -0.1005 0.4269 
Socks 0 - - - - - - - 
Table 10: Combined Data with Socks as Reference 
Survey Ranking 
Objective Ranking 1 2 3 Total 
1 3 (23.08) 5 (38.46) 5 (38.46) 13 
2 5 (38.46) 4 (30.77) 4 (30.77) 13 
3 5 (38.46) 4 (30.77) 4 (30.77) 13 
Total: 13 13 13 39 
Table: 11 
Test Symmetry Kappa Statistics 
Statistic (S) 0 Value | ASE 15% Confidence Limits 
DF 3 Simple Kappa_|-0.0769/0.1081 0.1349 
Pr>S 1 Weighted Kappa|-0.0962|-0.335 0.1426 
Table: 12 Table: 13 


Table 11-13: Generalized McNemar’s Test Output. 
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Velocity of Sway 


Shoes 


Footwear Condition 


Barefoot 


Figure 2: Distribution of Velocity by condition for Static Standing. 


Velocity of Sway 


Barefoot 


Figure 3: Distribution of Velocity by Condition for Dynamic Standing. 
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Velocity of Sway 


DataMax 3.4112 4.507 4.3433 
DataMn 0.0802 0.0721 0.0762 
4124 14854 1.3222 
Barefoot Shoes Socks 

Footwear Condition 


Figure 4: Distribution of Velocity by Condition for Combined Data. 


Discussion 


The purpose of this study was to determine the 
velocity of postural sway that older adults experience 
during a simulated fall while wearing footwear designed 
to reduce falls (non-slip socks) versus while being 
barefoot and wearing athletic shoes. By comparing these 
different types of footwear commonly worn in medical 
settings we hoped to reinforce or advise against the use of 
non-slip socks as a method of reducing falls. In this study, 
there was statistically lower velocity of postural sway 
while wearing socks as compared to shoes. These 
statistically significant differences in velocity of postural 
sway demonstrate that non-slip socks may lower the 
velocity of postural sway thereby reducing fall risk in 
populations over the age of 50 when encountering a 
simulated posterior perturbation. 


Limitations 


There are certain limitations in this study. First, the 
authors wish to acknowledge that the portions of the 
literature review and methods were previously published 
in a pilot study entitled “The Effects of Footwear on 
Postural Sway: A Pilot Study” [19]. Additionally, this study 
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has a small sample size of healthy older adults over the 
age of 50 so should not be generalized to the population 
of health older adults over 50 years of age. Also, 
measurements were made without blinding of the 
researcher to the experimental group, which has the 
potential for bias. This potential bias was minimized by 
random assignment of footwear for participants and by 
following of a standardized protocol. The potential for a 
learning effect was also minimized through the use of 
randomization of condition assignment and methods of 
statistical analysis which accounted for this possibility. 
There was no attempt to control the type of athletic 
footwear worn by subjects. Certainly, brand new shoes 
may have a different coefficient of friction than shoes 
previously worn. Unlike the athletic shoes, every 
participant wore the Posey® non-slip socks for the study. 
However, not all non-slip hospital socks are made with 
identical pattern and level of friction and may not have 
given us the same results as the Posey® non-slip socks. 
Another factor that may have impacted results is that lack 
of a practice trial on the Neurocom® before data collection 
started. Incorporating a practice trial could have helped 
mitigate a learning effect that participants may have 
experienced during the participant’s first condition. This 
study tried to decrease the impact of a learning effect by 
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randomizing the order of the footwear conditions, but 
regardless of the order of conditions there may have been 
a learning effect. For each trial of the study, the 
perturbation by the NeuroCom® occurred at five seconds. 
Participants watched the screen in front of them to 
monitor their center of mass which also displayed a trial 
timer. This could have allowed patients to anticipate and 
alter their postural set prior to the perturbation at five 
seconds. One participant commented on the predictability 
of the perturbation due to the visibility of the trial timer. 
Another limitation of this is study is the age of 
participants. The mean age was 58.07. This is on the low 
end of the target age range which limits the 
generalizability of the results. Finally, this study lacks a 
control group or healthy young adult population 
comparison which limits the ability to generalize and 
apply the results to a more universal population. 


Conclusions 


The findings of this study indicate that non-slip socks 
decrease velocity of sway in a simulated fall in healthy 
ambulatory older adults over 50 years of age and may 
help prevent falls in this population. Balance decline and 
increased fall risk are significant health concerns in the 
geriatric population. Further research should be done to 
investigate different brands of non-slip socks and to look 
at the effect of footwear on velocity of postural sway 
while ambulating. 
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